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ATTEMPT IMPLEMENT FOLLOWING WITH FIFTEEN KW CW AND 7.5 KW RTTY THIS END. 

25X1A 

2. 1350 GMT YOUR CLOSING HOUR DOUBTFUL CONTACT BUT BOTH 


AND WASH 


ON 18525 WITH ALTERNATE 22610 AND 

vA : \ miA 


. OBLIGATED TO TEN MINUTE ATTEMPT. ^ 

11+930 KEYED SIMULTANEOUSLY. WASH ON 18670* . 

3. 1800 GMT SAME FREQUENCIES. WASH CALLS FOR FIVE MINUTES. 

OBLIGATED TO KEEP SCHEDULE. " 


NOT 


iu FOR SEPTEMBER CANCEL l800 GMT AND ADD 1 U 30 ' GMT AND 1 600 GMT.' SAME 
FREQUENCIES. 


OBLIGATED ONLY AT 1330 GMT. 

5. IF UNSUCCESSFUL AUGUST WE HAVE HAD IT BUT CAN ADD T'l MC AFTER 1 800 
GMT IN SEPTEMBER. . 


6 . ADVISABLE FOR 


TO PREPARE FOR MAXIMUM USE ECO TO ESCAPE QRM. DO 


YOU HAVE AUGUST AND SEPTEMBER CURVES? ./■ , 

7. WASH CALL LETTERS AND OPENING DATE LATER. END OF MESSAGE TO THE FIELD, 

REB . 
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